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REE: STATE 127866 

1 . AGENCY HAS LEARNED BELATEDLY THAT AUGUST 30- 
SEPTEMBER 30 PERIOD CONELICTS WITH MEETING IN NEW ZEALAND. 

2. AGENCY INQUIRES RE POSSIBILITY HAVEING MEETING DURING 
JULY 19-23 PERIOD, WHICH WOULD PRECEDE BY ONE WEEK 
FOURTH INTERNATIONAL CONEERENCE ON MEDICAL PHYSICS, TO 
BE HELD JULY 25-30 IN OTTAWA. 
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